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BROWNS FERRY NUCLEAR POWER
STATION, UNIT 3

BRUNSWICK STEAM ELECTRIC PLANT,
UNIT1

BRUNSWICK STEAM ELECTRIC PLANT,
UNIT 2

BUFFALO MATERIALS RESEARCH CENTER
BYRON STATION, UNIT 1                               SI

BYRON STATION, UNIT 2                               SI

CALLAWAY PLANT, UNIT 1                             SI

CALVERT CLIFFS NUCLEAR POWER PLANT,
UNIT 1

CALVERT CLIFFS NUCLEAR POWER PLANT,
UNIT 2

CATAWBA NUCLEAR STATION, UNIT 1

CATAWBA NUCLEAR STATION, UNIT 2

CINTICHEM

CLINCH RIVER BREEDER REACTOR

CLINTON POWER STATION, UNIT 1

COMANCHE PEAK STEAM ELECTRIC
STATION, UNIT 1

COMANCHE PEAK STEAM ELECTRIC
STATION, UNIT 2

COOPER NUCLEAR STATION

CRYSTAL RIVER NUCLEAR PLANT, UNIT 3

DAVSS-BESSE NUCLEAR POWER STATION,
UNIT1

DAVIS-BESSE NUCLEAR POWER STATION,
UNIT 2

DAVIS-BESSE NUCLEAR POWER STATION,
UNITS

DIABLO CANYON NUCLEAR POWER PLANT,
UNIT 1

DIABLO CANYON NUCLEAR POWER PLANT,
UNIT 2

DONALD C. COOK NUCLEAR POWER
PLANT, UNIT 1

DONALD C. COOK NUCLEAR POWER
PLANT, UNIT 2

DOW CHEMICAL CO.

DRESDEN NUCLEAR POWER STATION,
UNIT 1

DRESDEN NUCLEAR POWER STATION,
UNIT 2

DRESDEN NUCLEAR POWER STATION,
UNITS

DUANE ARNOLD ENERGY CENTER
EDWIN I. HATCH NUCLEAR PLANT, UNIT 1
EDWIN I HATCH NUCLEAR PLANT, UNIT 2

ENRICO FERMI ATOMIC POWER PLANT,
UNIT 2

FLOATING NUCLEAR PLANT
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	105
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	114
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FORT CALHOUN STATION, UNIT 1

FORT ST. VRAIN NUCLEAR GENERATING
STATION

GE ADVANCED BWR DESIGN
GENERAL ATOMICS
GENERAL ATOMICS

GENERAL ELECTRIC NUCLEAR TEST
REACTOR

GENERAL ELECTRIC NUCLEAR TEST
REACTOR

GEORGIA INSTITUTE OF TECHNOLOGY
RESEARCH REACTOR

GRAND GULF NUCLEAR STATION, UNIT 1
GRAND GULF NUCLEAR STATION, UNIT 2
H.B. ROBINSON PLANT, UNIT 2
HADDAM NECK PLANT
HOPE CREEK NUCLEAR STATION, UNIT 1
HUMBOLDT BAY POWER PLANT, UNIT 3
INDIAN POINT STATION, UNIT 1
INDIAN POINT STATION, UNIT 2
INDIAN POINT STATION, UNIT 3

JAMES A. FITZPATRICK NUCLEAR POWER
PLANT

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT
1

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT
2

KANSAS STATE UNIV. RESEARCH
REACTOR

KEWAUNEE NUCLEAR POWER PLANT
LA CROSSE BOILING WATER REACTOR
LASALLE COUNTY STATION, UNIT 1
LASALLE COUNTY STATION, UNIT 2
LIMERICK GENERATING STATION, UNIT 1
LIMERICK GENERATING STATION, UNIT 2
MAINE YANKEE ATOMIC POWER PLANT
MIDLAND PLANT, UNIT 1
MIDLAND PLANT, UNIT 2

MILLSTONE NUCLEAR POWER STATION,
UNIT1

MILLSTONE NUCLEAR POWER STATION,
UNIT 2

MILLSTONE NUCLEAR POWER STATION,
UNITS

MONTICELLO NUCLEAR GENERATING
PLANT

NATIONAL INSTITUTE OF STANDARDS &
TECHNOLOGY REACTOR

NEP NUCLEAR, UNIT 1
NEP NUCLEAR, UNIT 2
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